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Work ow the Vuzenica hydrselectric power plant, near Dravegrad, has been 
accelerated; however, the first turbine pillar is not yet comploted. The 
set of turbiasa of the Mrst pillar is now expected to be ready for 
operation sometige in 1951, and the ertire hydroelectric power plant 
should be completed by the end of 1952. 


ME coment Several. press photogrepha of various phases of the 
constructiom are avallable im the CIA Library. 
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